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NO.: VIV/LL9 1$ 



DATE: 2$ J uly 19 # 



SUBJECT : GENERAL - Operational 

SPECIFIC - Meeting with C U . on 6 July 195# 



Meeting Arrannenento: 



1* The meeting took plaoe at 13 
on 6 July 191# • 



3 's apartment at 1600 hours 



jorati onalt 



^.&** x * L 



— . w. i 

2, Introduc tion pf th e n4*^Caae Officer, f [ yaa introduced 

to Gr3pinal 1 a:n ^\T It w as und or thl 3 Wame thdTtr^ fhad 

met Grspinal 1 oh^s'evorax occasions in New York during 19^2->3* CL J 

did not recognize CL L2 immediately, however, alter a few seconds 
pause, he stated that he reraemberecj^eoing the case officer in New ^ork* 

JIhe purpose of the meeting was for * ^Jto ^ n ^ r0< ^ UC6 ( _ J 

to CL LJ 1 — ~ ^ 

3. Abondlaendisch-Akademl# On about U July, CL -3? had a talk 
with a formor" acquaintance of TTio, CL L2 > who now lives in Munich and 
represents a group known as Abendlaondiscne Akadondo, which is a "Catholic, 
conservative group with very close ties to General Franco". (ZIPPER* a 
connection with the Akadoml^io, of course, known £0 us,. ) ^ CL 33 oxprooood 
intcroot in putting out a German edition of WocKori^r re M^a riX^h a id that the* 
Akademio had 1, !><*'), 000 DL! at its disposal for IhCTuuppor U of a good weekly* 
In describing the roasonn of the Akadomie for considering tills project, 

Cl 33 tljjatiC —3 wanted a conservative and positive weekly and 

regarded Do r Qprmnn rHTwg magazines as "negative" , 



rHTwg magazines as "negative" • 



CL 3 -kni'w beforehand that J was no partisan of Spiegel, ) 

[0 gave the folic mint; inf ormaticL^concorfring the At>ondl aendi s cKo Akadomie t 



He gave the following inf ormatii^concorfrthg the AlxjncjQ aendi echo A 

a. Its main bnckor in Germany is a/Frolhorr^ (or Graf) v o 

“> RliUT\be r g - Zc i 1 (or something similar). Itr also has industrial 
behind it, possibly from Demag, 
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b. It is sponsoring broadcasts from Radio Madrid which "are 
more effective in Eastern liurope than RFE" Q 3 quoting 

! (Comments What he means is that it is promoting, an 
unofficial vory rightwing Oetpolitik. This is important if riot 
known. ) 

3 was to talk with Ci ID further during a stay in Uinich on 
his way to Genova. 

h* Suod-Os tJCabgl . On about 5 July, ^ . wa3 visited in hi* 

office by"^u Mr^fla l a "(7 nu) , who used to work on the Ua/.i -period, npW3- 
paper in i'ira tin lava (Prv’osburg). FIALA is working with Oskar vOTjHIAAY, 
born 19 Ju ne. .190.1 in Duoar.o ldorf an active journalist duri rig the 
IP'izi. ora in Vienna. Von RAAY apparently put out a publication in Vienna 
during tho war which mai nlv concerned trade with South-East Europe. 

(Ho also befriended £ JH n father during the yearn that he won 

barrod from Journalistic v/ork, obtaining work for him as a researcher 

first in Viorma and later in Ajnstordam.) FIALA and von RAAY are trying/ 

to set up a trade paper which will handle especially information needec^-joj^ _ 

by East-West tradoro with the Satellite states. It is to be colled Sired- ciajj l iw . 

03 1 Kabol , a namo which von RAAY has used before (possibly tho same “ 

" that of "feLo wartime publication). In Septembor 195h they published their 
first sample option in Dueqooldorfj at that time they wore supported by 
tho Longuo of^io'ilf^'n^^u^vialintQ and allegedly tho publication was 
approvod by ~TT IcTTSe rmn i \ PoVto \* ovn nuno n t • Since then, however, thoro 
have been no further oditions mid allegodly von RAAY io having trouble 
getting tho project off Um ground, partly boenuoo Goman sponsors want 
him to publish in Germany while ho onyo Vienna io tho place for suoh 

a paper. FIALA and von RAAY have asked (3 3 whether ho wanto to 

participate in tho venture; he snjd he wan intorootod and io evnnctl nv 
to talk with von RAAY in Vienna of ter he returns from Genova. Cl 3 
says that von RAAY and FIALA apparently aro interested sololy in making 
money, but that they havo contacts with tho East. FIALA told Q j 
that he had just confurrod with persons at tho Czech .Embassy, unat he 
had boon guaranteed that 20,CX)0 copies of 3uod~Qst Knbnl would be taken 
by tho Eastern European countries* (Wo wuro naked about Sued-Qot Kabel 
in B0NN-2hU9# February 1955* Wo aneworod in EAVA 10337# 12 April. ) 

5. A. M. TIMQSCHENKQ. T~ ’Tasked C 3 if he had had any 

further contacts with Sovieiersince tw last meeting with the case officer. 

C 3 stated that he had received a telephone call from THIQSCHENKO 
who extended an invitation for him to have dinner with TIUOSHCHEKKO and 
some important visitors from Moscow. Since Cl 3 wan claiming on four 
days leave, ho vras unable to accept the invitation. CZ Z) requested 
the case officer to provide him with a brief biographic, sketch of subject, 
if the information was available in Kubark files. 
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_ A, tn case of ; i c- A? , < ; n is 

\oVi ^ >s UeTTT -ii.ifir / J; s / > . . "T tries*.: cai.l.>, # he 
Hn.ll identixy hirusolf a:- (C j «• -lu.i , l oa tii*. Inn. u a , ( (j 
spoken, <Urt&o >yuU>« Lyf C I\ 



b * Case officer to apen t* Ca: 
office and i dorTFTTy ~h iirine if a if 
his office is A 2Q500. No extWii 




J in true name* Apent usually arrives in Ms office at 



Of 30. He is always out bctvfocm 1 
until 1930* 



fixer will call apent at ]iis 
\ The telephone in •run or in 
or. in necessary , just an;, for 



pCX -If 00 ; . . s u; il ly vum a i nn n\ f f i c e 

A<4lvu± 



C. Place of meeting. The Landtna/in Cafe will oe used, if 
telephone arrangements are made to meet at a cafe. In the event 
telephone arrangements are made to be at * /" Jj place,*’ it 

moans at his apartment. 

Personal : 

7. CL LL2 will leave Vienna on l6 July 19f"£> for t v e dip-four 
Conference in Geneva. He vn.ll arrive in Geneva on 18 July and stay at 
the Hotel Albert Premiere. 
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